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FINAL REPORT 


NATIONAL COIN, WEEK **APRIL-17= 23, 19838 


CLUB or INDIVIDUAL (in whose name report is submitted) 


er Aken —_ 7 
} 


ANA Number \- WATS 


Name, address and telephone number of individual submitting report: 


el 


Yonmy Acker 


FINAL REPORT 


Attach a report of educational activities conducted in observance of National Coin 
Week 1983. Supplement your report with documentation, such as press clippings, letters of 
acknowledgement, programs, bulletins and photographs. The quality of your presentation 
and documentation will be considered when reports are chosen for publication in THE NUMIS- 
MATIST. Large, elaborate reports are discouraged, but reports in scrapbook form are quite 
suitable and should be considered. 


New ANA members recruited during your National Coin Week campaign should be listed on 
the reverse of this form. 


CERTIFICATES OF PARTICIPATION 


Certificates will be provided to clubs and individuals submitting FINAL REPORTS and 
to the individuals and organizations designated by them. Your report should include a 


printed or typewritten list of club members, institutions and other individuals whose support 


contributed significantly to the success of your local National Coin Week campaign. Certifi- 
cates will be sent to the above address for distribution. 


All FINAL REPORTS should be sent First Class Mail, postmarked on or before May 27, 
1983, to 


Leslie A. Winners, Chairman 
National Coin Week 1983 
P.,0i. Bos 21. 

Pineville, LA 71360 


Exploring-Our Proud Heritage 


MAY 1 6 1983 


American Ninismatic Association Certification Service 
81S North Cascaule Colorado- Springs. Colorado 80908 
(803/632-2646 KENNETH E. BRESSETT 


Director 


MARY A. THOMPSON 


Assistant to the Director 


May 13, 1983 
THOMAS K. DELOREY 


Senior Authenticator 


Leslie A. Winners, Chairman 
National Coin Week 1983 
P20). Box 22 

Pineville, LA 71360 


Dear "Mr. National Coin Week": 


Just a note to let you know what a nice week "National Coin Week" turned out 
to be for us here in Colorado Springs. 


A three case exhibit with the title, "Exloring Our Proud Heritage", was placed 
in Citizens National Bank beginning April 18 and remained through normal banking 


hours April 22. 


The display told the history of paper money with its tough beginning in Continental 
Currency and the issuance of fractional currency up through nationals. Included 
for local interest were some nationals of banks from Colorado Springs and Leadville, 


Colorado. 


The full cooperation of all the Citizens Banking Staff was shown by all employees 
wearing NCW buttons for the entire week. The bank graciously advertised NCW on 
their giant outdoor sign proclaiming, "This is National Coin Week, see our display 
in main lobby."" The bank is located on one of the main streets of the town of 
Colorado Springs so we got a fantastic response. 


Special thanks should be given to the Citizens Bank and to Kip Deitemeyer for 
his cooperation in a very successful NCW. 


Thanks, 


\ greeny De Re 


Tommy Acker 
ANACS Staff and Authenticator 
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